DULLES CORRIDOR 
METRORAIL PROJECT 


Summary of Elevator and Escalator Access 


Phase 1 through Tysons Corner and Reston 
September 2006 


The Dulles Corridor Metrorail Project complies with or exceeds all regulations outlined 
by the Americas with Disabilities Act Accessibility Guidelines (Section 4.10) and the 
American Society of Mechanical Engineers (Section A17.1-1990) Safety Code for 
Elevators and Escalators. Every station in the Metrorail extension has redundant 
elevators and escalators. 


Specifically, access points in and around the stations include the following: 






























































Station Name Escalators __Elevators Bete 
Tysons East 
Station 2 2 
North Entrance 2 2 1 
South Entrance 2 2 1 
Tysons Central 123 
Station 2 2 
North Entrance 1 2 1 
South Entrance 1 2 1 
Tysons Central 7 
Station Z 2 
North Entrance 1 2 1 
South Entrance 1 2 1 
Tysons West 
Station 2 Z 2 
North Entrance 2 2 1 
South Entrance 1 2 1 
Wiehle Avenue 
Station Z Z 2 
North Entrance 4 3 1 
South Entrance Z 2 1 

















In addition, all stations will be served by MetroAccess — a general purpose curb-to-curb 
paratransit service for people who cannot use public transportation due to their 
disabilities. 


For more information on MetroAccess, contact the Washington Metropolitan Transit 
Authority at 1-800-523-7009 or visit www.wmata.com 
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